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Customer 10: 3898 
Certificate: 74-00038 

Site: 001 

CAMPUS PIT O 


(b)(6), (b)(7)(c) 


Inspection 

Type: ROUTINE INSPECTION 
Date: JAN-25-2005 


The last routine inspection was conducted on 06/21/04. This inspection was performed at their new site near campus. This 
site was added as a secondary facility for containment of the bears only. The main use of this facility will be for housing the 
bears until the new facility is completed. Expected date of completion is July 15, 2005. 


NO NON-COMPLIANT ITEM (S) IDENTIFIED THIS INSPECTION. 


NOTE: INSPECTION REPORT RETAINED UNTIL MINOR MODIf ICATIONS ARE COMPLETED. 
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